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Project Title :Plan showing the Proposed construction of R.C.C roofGround, First and 


Property of Plot No's 26,27 Site Second floor residential building situated atBank Colony, 

Ganguru(Village), Penamaluru(M.D),Krishna(D.T)Nearest Door no = 4-59, Plot no = 
34,R.S no = 160/1A ,R.Ward no = 7 , belongs to Afsarunnisa w/o MD.Haji Ahamed 
AREA STATEMENT 


VERSION DATE: 17/11/2022 


PROJECT DETAIL: 


0.50 R.C.C SLAB i Region: RAJAHMUNDRY REGION Plot Use: Residential 


SubLocation: New Areas / Approved Layout North: Existing building - 
Areas i 

NatureOfSite: Newly Developed/BuiltUp South: Vacantläñd.- 
Area : 


Village Name: GANGURU East: PLOT NO - 26,27 
Mandal: PMLR West: ROAD WIDTH - 6.40 
AREA DETAILS: 
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Road Widening Area 


Toka 


0.64 


Proposed R.c.c roof 
Ground, First and 
Second floor residential 
building 


~ 
TIVM Old 16 


brick wall 


3.00 


marble flgoring 


E.Raja Rajeswari 


RCC slab 13.10 


RCC beam 


4.00 
PERCOLATION PIT SECTION AT C-C 


SQ.MT. 
92.24 


14.47 14.47 


g 


P.Nageswarao R.C.C roof Building 
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NET AREA OF PLOT (A-Deductions) 83.62 
Vacant Plot Area 
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Location map 
(not to scale) 
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SITE PLAN E TID TAESARUNNISA 
(SCALE: 1:100) Total Built Up Area ary, BUA | Total Net BUA Area Dwelling Units (No.) 


bait Giai 
Ground Floor 59.05 59.05 59.05 
First Floor 59.05 59.05 59.05 
Second Floor 59.05 59.05 59.05 


Note - All Dimensions are in metres only 
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General Conditions 


LTP is responsible for any misrepresentation in above aspects. 
The norms of the staircase, travel distance, width of exit shall be maintained as per NBC. 
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Proposed work including servicies 


SITE PLAN 
GROUND FLOOR PLAN FIRST FLOOR PLAN SECOND FLOOR PLAN ( SCALE:1:100 ) Open Space 
(Proposed) (Proposed) (Proposed) —— Drainage and Sewerage work 
(SCALE 1:100) (SCALE 1:100) (SCALE 1:100) Note - All Dimensions are in metres only Water Supply work 
Recreation ground 
A a 04 1.0 0X J4.0 J VIN This is system generated report and does not require any signature.For further confirmation you can access the department website www.apdpms.ap.gov.in with file number. 


Accuracy of Scrutiny Report and Drawing is subject to accuracy of end-user provided data, 3rd party software/hardware/services, etc. We are not liable for any damages which may arise from use, or inability to use the Application. 


